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NOTES: 


WETLAND LIMITS. WITHIN JORDAN CONSERVATION 
AREA NOT SHOWN 


OBSTRUCTIONS SHOWN ON THIS PLAN ARE 
LIMITED TO THE JORDAN CONSERVATION AREA. 
ADDITIONAL OBSTRUCTIONS MAY OCCUR OUTSIDE 
OF THE CONSERVATION AREA PROPERTY LIMITS 


id 
MASSACHUSETTS PORT AUTHORITY 
BOSTON, MASSACHUSETTS 
BEDFORD, MASSACHUSETTS 


SUPPLEMENTAL VEGETATION MANAGEMENT PLAN 
RW 23 END OBSTRUCTIONS — JORDAN CONSERVATION AREA 
BEDFORD, MASSACHUSETTS 
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